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MINISTRY OF RAILWAYS 
(RAILWAY BOARD) 

NOTIFICATION 
New Delhi, the 26th May, 2011 

S.0.1227(E).—In exercise of the powers conferred 
by Section 162 of the Electricity Act, 2003, the appropriate 
Government hereby appoints Chief Electrical Engineer, 
Metro Railway, Kolkata as Electrical Inspector to 
Government (EIG) for entire electrical works of Metro 
Railway, Kolkata subject to the condition that Chief 
Electrical Engineer, Metro Railway, Kolkata shall be Indian 
Railway Service of Electrical Engineer (IRSEE) cadre and 
should have a minimum 20 years of service on Indian 
Railways. He should also fulfils the condition laid down in 
Para 4 of Chapter-II of IE Rules, 1956. The Electrical 
Inspector, Metro Railway, Kolkata shall function under 
overall superintendence and supervision of Chief Electrical 
Inspector, Indian Railways, in respect of all statutes of 
Indian Electricity Act, 2003. 

[F.No.2000/Elec(Gy 110/1] 
S. K. SAXENA, Executive Director (Elect. Energy Mgt.) 
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